PART I ) 


HARYANA GOVT GAZ ., DEC . 13, 1983 (AGHN . 22, 1905 SAKA ) 


2041 


IRRIGATION AND POWER DEPARTMENT 


ORDERS 


The 29th November , 1983 


No. 13341/2-L. - Whereas the land described in the Haryanı Government notification No. 1-5 /2-L 
dated the lith January , 1977 issued under section 6 of the Land Acquisition Act , 1894 and correction slip 
issued , --vide No. 2608/ 2-L dated 10th March , 1981 has been declared to be needed at the expense of 
public for a public purpose , namely , for the construction of Salewala Sub Minor from RD 0 to RD 4718 
Tail in village Salchwala and Hansan in Tchsil Bhiwani, District Bhiwani . 


Whereas the Engineer-in -Chief , Irrigation Department , Haryana , Chandigarh ,-vide his Endstt . 
No. 606-07/P /7P /83 dated 1st February, 1983 has conveyed the decision of the Government of 
Haryana , Revenue Department for entrustment of all the pending Land Acpuisition cascs of Bhiwani Di 
strict to the District Revenue Officer, Bhiwani for payment of compensetion . 

Now , therefore, in pursuance that of and in exercise of the power conferred by section 7 of the 
Land Acquisitin Act, 1894 , the Governor of Haryana hereby dirccts to District Revenee Officer , Bhiwani 
to take order for the Acquisition of land described in the specification appended to the declaration 
published with the alorosaid notification . 


SPECIFICATION 


District 


Tehsil 


Name of 
Village 


Hadbast 

No. 


Area in 
Acres 


Boundary 


1 


2 


3 


4 


5 


6 


A strip of land measuring, 4718 

Feet in length and varying in 
Widths comprising part field 
numbers given as under : 


Bhiwani 


Bhiwani 


Salehwala 


75 . 


6.29 


70 


9 , 10 , 11 , 12 


71 


6 , 7 , 8 ,.9, 


10 , 15 


72 


1 , 2 , 3 , 4 , 5 , 6 , 7 , 8 , 9 , 10 


Bhiwani 


Bhiwani 


Hansan 


74 


4.39 


3 


4 


21, 22 , 23, 24 , 25 


21 


wilay 


2 


6 


7 


1 , 10 


1, 2 , 3 , 4 , 5 , 6 


8 


3 


2 


> 


Total 


10.68 


5 , 5 , 4 


21/1 


25 


NI 


1 


Generally lying in the direction 
from East to West as demarcated 
at site and as shown on the plans . 


